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Corrigendum 

Corrigendum  to  “Pathophysiologic  changes  due  to  TASER®  devices  versus  excited 
delirium:  Potential  relevance  to  deaths-in-custody?”  [J  Forensic  Leg  Med  18  (2011 ) 
145-153] 

James  R.  Jauchem  Ph.D  Senior  Research  Physiologist *  * 
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TX  78235,  USA 


The  author  regrets  that  there  is  an  error  in  the  original  publication.  On  page  147,  it  is  stated,  “On  the  basis  of  pooled  data  from  several 
different  studies  of  humans  (a  meta-analysis  funded  by  TASER(R)  International),  Dawes  et  al.  [ref  69]  reported  no  clinically  significant 
changes...”  In  fact,  there  is  no  mention  of  funding  from  TASER(R)  International  in  the  paper  by  Dawes  et  al. 

The  author  apologizes  for  any  misunderstanding. 
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